Work Order: 
Part Number: RBWSI-HT-12AS-M-1 


DART AEROSPACE LTD 


Description: GROMMET INSTALLATION TOOL - TOP 
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INSPECTION SHEET 
fi Drawing Actual : Method of 
Diinension Tolerance Dimensiofi Accept | Reject Inspection Comments 
Ø 1.25 + 0.010 
Ø 1.100 *0.005/-0.000 | 
Ø 0.89 + 0.010 
0.630 + 0.005 
Ø 0.348 + 0.005 
= 0.56 + 0.010 
0.463 + 0.005 
0.200 + 0.005 
. 0.063 + 0.005 
0.03 + 0.010 
R0.142 |- + 0.005 
0.03 X 45° + 0.010 X 0.5? 
|o q 


[e bis 
Measured by: Checked by: QC Inspector: | 
Date: Date: Date: 
Engineering Approval: Date: a 
(If necessary) 
Approved 
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